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North Hollywood. CA 91605 
Telephone: (818) 985-5025 
FAX It (818) 985-5332 


GREEN REAPER 

PERFORMER’S HEIGHT 5’7” to 5’9” 

PACKING LIST 

1 HEAD w/FAN (on harness with robe attacked) 

I BODYPOD 
1 PAIR OF WHITE GLOVES 
1 PAIR OF GREEN TIGHTS w/SUSPENDERS 
1 PAIR OF GREEN SHOES 

I FLOWER/GLOBE STAFF (two pieces-petal and stem) 
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PRE-DRESSING INSTRUCTIONS 


You will need someone to assist you in putting on the costume. In order to stay as 
cool as possible, wear cotton shorts and a t-shirt under the costume. 

Turn on the fan inside the head by pushing the black button. If itfails to work, 
replace all 8 AA batteries (see fan instructions). 

The flower petal ships separately from the stem. To connect them, fit the stem onto 
the back of the flower. Insert the screw and tighten into the nut using a 
screwdriver. Fold the green “stem " material over to cover the connection. 


DRESSING INSTRUCTIONS 

1. Put on the tights and adjust the suspenders for a comfortable fit. 

2. Step into the shoes. 

3. Put on the head with harness. Have your assistant hold up the robe while 
you secure the waist belt and chest clip. The harness should be snug. Don't 
put your arms through the sleeves yet. 

4. Put on the gloves and pull them up your arms. Your assistant should hold 
the gloves while you push your hands into them. 

5. Have your assistant open the pod so you can step into it. Pull it up and zip it 
over the harness. 

6. Put your arms into the sleeves, pushing through the opening at the wrist. 

7. To remove the costume, reverse the directions. 



CLEANING INSTRUCTIONS 


{ 


The pod, tights, and gloves may be machine washed in cold water on a gentle cycle 
using a mild detergent such as Woolite. Remove the plastic tubes before washing. 


DO NOT PUT ANY PART OF THIS COSTUME IN THE DR YER. 


The gown, shoes, and staff may be spot cleaned using a soft towel and water (no 
soap). Do not use any solvent cleaner-it will remove the paint. 

NEVER PACK ANY PART OF THIS COSTUME WHILE WET OR DAMP. IT 
WILL MILDEW. MAKE SURE IT IS COMPLETEL Y DR Y. 

You may send Green Reaper back to Shafton Inc. for any major cleaning or 
repairs. 


Shafton Inc. 

6932 Tujunga Avenue 
North Hollywood^ CA 91605 
USA 

818 985-5025 
818 985-5332 (fax) 
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6932 Tujunga Avenue 
North Holtywood, CA 91605 

FAN INSTRUCTIONS 


To operate fan simply push the black button: To turn it 
off push it again. If fan fails to work, replace all 8 AA 
batteries. 


Do not remove connection wires when changing the 
batteries. Do not pull on wires. 

£>0 NOT REMOVE 



DO NOT PULL 
ON WIRES 


Shafton Inc. cannot be held responsible for damage to 
fans & battery packs that have been rewired or altered 
incorrectly by the purchaser. 


Any questions please contact Shafton Inc. 

(818) 985-5025. 



6932 Tujunga Avenue 
North Hollywood. CA 91605 
Telephone: (818) 985*5025 
FAX #(818) 985*5332 


TERMS AND CONDITIONS 


Client: NATIONAL SECURITY TECHNOLOGIES, LLC / U.S. DEPT. OF ENERGY 

The costume created by Shafton Inc. either by original design or material supplied by the Client is the 
exclusive property of the Client. 

The Client after accepting the costume, has approved the final design and has examined the costume 
making sure it is properly constructed and ready to use as the Client determines. 

Dressing instructions accompany each costume, thus the Client is responsible that this costume is 
properly worn by a performer with the correct height and In physically trim condition. 

The Client is also responsible that the performer is taught the correct use of the costume making it 
friendly and safe to use. 

The Client aiso agrees that the following instructions be issued to each performer before wearing the 
outfit: 

A. Wear the costume not longer than thirty (30) minutes and make sure a "rest period" of thirty 
(30) minutes is allowed before performing again. 

B. The performer should have an assistant, supplied by the Client, to help in dressing and 
undressing the performer, 

C. It is suggested that the Client alert the performer to properly exercise before wearing the 
costume. When meeting the public, the performer should not overly animate the character making it 
harmful to the costume. 

D. It is also agreed by the Client, that if any injury or pain should result in the performance of the 
costume, the Client will restrict its wearing. 



